CAUSE NO. 2018-90615 


Time:. 
By_ 


iVlarilyh Burgess 
District Cleik 

JAN 1 ^ 2019 


Harris County, Texas 


TEXAS CHILDREN’S HOSPITAL, 
Plaintiffs, 

VS. 


§ 

§ 


Deputy 

IN THE DISTRICT COURT OF 


HARRIS COUNW, TEXAS 


11 aw 


KWOK DANIEL LTD., L.L.P., ROBERT § 
S. KWOK, and THOMAS J. DANIEL § 

§ 

Defendants. § 




295T'W 


DICIAL DISTRICT 


ORDER DENYING PLAINTIFFS’ TEMPORAR€lkJUNCTION 
BE IT REMEMBERED that on the 10**’ day of Janua^loi9, the Court conducted an 


evidentiary hearing on Plaintiffs’ Application for Tempor^^^^unction, and after considering the 


evidence, Defendants’ Response and Request for AttoMey Fees, and post-hearing briefing, the 
Court is of the opinion that Defendants’ uao of the|^k e n Promise” mark - i s pretected - fre e s peec h 


under Texas law, and P laintiffs’ Applicatio^pffemporary Injunction should be DENIED; 

It is therefore, ORDERED, ^^UDGED, and DECREED Plaintiffs’ Motion for 
Temporary Injunction is hereby D^ ^ 

I H s - fuithei ORDEREDwfeuDGED, and DECP.EED Plnintiffs’ shall pa) Lt ti J D£fendants’ 


the s um of $ 


4 


as attorney fee 6- for-respQHd4ng 4e4 h i s - applicationand 


a ppearing at this hearii^ ^ 

SIGNED thi^^Mtb dav of 

■ 


2019 . 




JUDGE PRESIDING 


RECORDER’S MEMORANDUM 
This instrument is of poor quaiity 
at the time of imaging 



